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RURAL  ELEDTRIRI CATION  ADMINISTRATION 


FROC-RDSS  BlILLEI  ar^,.  MARCH  23,  1938 

OENEPAL  - NO. 


REA  today  annonnced  the  follo^vin3  allotments; 


KENTITCNY  14  HENDERSON 
Hender'-.cn  County  Rnral  Electrifica- 
tion Association, 

Henderson,  Kentucky 

(William  0.  Toy,  Project  Supt.) 


Allotment  of  $10,000  to  complete  the  project 
and  defro.y  certain  exx;enses  connected  with 
the  initial  operations  of  the  project  which 
cannot  he  covered  by  the  construction  loan. 
The  project  previously  ha.s  been  allotted 
$190,000  to  build  153  miles  of  line  to 
serve  about  1,193  customers,  and  $40,000 
to  finance  house  wiring  and  plumbing 
installations . 


MINICTSOTA  37  JACKSON 
Eederated  Rirrol  Electric 
Association, 

Jackson,  Minnesota 

(p.  L.  Eer.gason,  Project  S\ipt.) 


Allotment  of  $30,000  to  complete  the  project 
and  to  defray  ccrta,in  expenses  connected 
with  the  initial  operations  of  the  project 
which  cannot  bo  covered  by  the  construction 
loan.-  The  project  previously  has  been 
allotted  $171,000  to  build  190  miles  of  line 
to  serve  about  442  customers  in  Jackson  and 
Martin  Counties. 


MINNESOTA  ^18  AI^OKA 
Anoka  County  Cooperative  Light 
and  PoVv'er  Association, 

Anoko. , Minne so  ta 

(George  L.  Morris,  Project  Supt.) 


MIN-NESOTA  54  EARI5AULT 
Eariba,ult  Co-unty  Cooperative 
Electric  Association, 

3l\i.e  Sartl;,  Minnesota 

(Carl  Schneider,  Project  Supt.) 


Allotment  of  $10,000  to  comr>leto  the  project 
and  to  defray  certain  expenses  connected 
with  the  initial  operations  of  the  project 
which  cannot  be  covered  by  the  construction’ 
loan.  The  project  previously  has  been 
allotted  $170,000  to  build  168  miles  of  line 
to  serve  about  510  customers  in  Anoka, 
Ramsey,  Washington,  Hennepin,  Sherburne  and 
I S coH  ti  Coixnties,  a nd  $20,000  to  finance 
house  wiring  and  plumbing  installations. 

Allotment  of  $10,000  to  complete  the  project 
and  to  defray  certain  expenses  connected 
with  the  initial  operations  of  the  project 
which  cannot  be  covered  by  the  constniction 
loan.  Tiie  project  previously  has  been 
allotted  $95,000  to  build  108.7  miles  of 
line  to  serve  about  235  customers. 


MIIR^BoOTA  56  GROW  WING 
Crow  Wing  Coeperativo  Power  and 
Light  Company, 

Bro.inerd,  Minnesota 

(Hou'voy  J.  Cromett,  Project  Supt.) 


Allotment  of  $5,000  to  complete  the  project 
cund  to  defray  certain  expenses  connected 
with  the  initio.1  operations  of  the  project 
which  cannot  be  covered  by  the  construction 
loan.  The  project  previously  has  been 
allotted  $2^,000  to  build  210  miles  of 
lino  to  serve  650  customers  in  Crow  Wing 
and  Morrison  Counties,  and  $13,000  to 
finance  house  wiring  and  plumbing  installa- 
tions , 
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YOPuC  18  'lOIvIFKII^S 
Kev’  Jork  Str.te  Eloctric  r;,nd 
Gas  Corporation, 

Ithaca,  Now  York 


SOUTH  5AK0TA  3 CL.iY 
Clay-Union  Electric  Corp. , 
Verrrdllion,  Sonth  Dakota 
(Hoss  Eov/lcr,  Project  Supt.) 


TENHESSES  33  DICXSOU 

ToVv’n  of  Dickson 
Dickson,  Tennessee 
(Mt!.yor  D.  E.  Beasley) 


WI SCONS Ik  45  GHIPPS?a 
'^^isconsin  Pov/cr  Crimoerativo , 
Chippev.ai  Falls,  Wisco'rsin 
(Edward  B.  Wayts,  Fro)jcct  SuptO 


Allotment  oY  $250,000,  to  Ic.ild  aporo.x- 
imtely  245  miles  of  lines.  Those  lines 
will  moke  service  availahlo  to  more  than  ■ 
1,400  potential  enstomors,  who  heave  no 
oth'S-r  ne.ans  of  ootaining  electric  service, 
.anc*  v/ho  o,ro  scattered  in  33  counties  in 
the  State  ^.f  Now  York.  The  project  con- 
sists of  very  short  extensions  to  the 
company’s  present  lines,  Vemrying  in  length 
frora  ahout  l/4  mile  to  3 or  4 miles.  As 
security  for  the  lorxn  and  suhject  to 
approval  of  the  company’ s plan  and  its 
security'  by  the  Fchlic  Service  Commiission 
of  New  York  State,  the  company  agrees  to 
post  its  first  mortgo.gj  bonds,  soiling 
currently  at  about  90,  in  such  amount  that 
their  market  vo.lue  will  be  110  per  cent  of 
the  loan  at  any  time  .'ut standing.  The 
borro’.ving  corporation  is  .a  subsidiary  of 
the  As s'^ciaked  Gas  and  Electric  Company. 

The  allotment,  hrovovor,  like  all  prcvio.us 
•allotments  to  private  utilities,  is  to  the 
utility  operating  company,  a.nd  all  tr.o,ns- 
actions,  including  those  relating  to  service 
collect  oral  and  repayiri'-'!nt , will  bo  with  that 
comp  cany. 

Allotment  of  $5,000  to  defray  cortrdn  ex- 
penses connected  with  the  initial  operations 
of  the  project  which  cannot  be  covered  by 
the  c^' 115  timet  ion  loan.  The  project  pre- 
viously ha.s  been  allotted  $77,000  to  build 
67  miles  of  line  to  serve  about  320  cus- 
tomers in  Cla.y  anid  Union  Counties. 

Allotment  of  $500  to  defrak  certain  exjienscs 
connecte’d  v.dth  the  initial  opor.ations  of 
th-c  project  which  c cannot  be  covered  by  the 
construction  loan.  The  project  previously 
has  been  .allotted  $67,500  to  build  65 
miles  of  lino  to  servo  322  customers  in 
Dickson,  Montgomery  and  Houston  Counties. 

Allot.ment  of  $10,000  to  defray  certain 
expenses  . connected  with  the  initicO,!  opera- 
tions of  the  project  -fnich  cannot  be 
covered  by  the  construction  loinn.  The 
project  rirovio-asly  has  boon  a.llotted 
$705,000  to  build  a.  generating  plaxit . 
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G-30EC-IA  39  HA5T 

Hiirt  County  Electric  Meinlership 
Corp. , 

Eartwell,  Georgia 
( Goo rgo  Bell,  Project  Supt.) 


(POE  WIRING)  • ■ • 

Allotment , o,f  $10,000  to  finance  hmose  wiring 
and  plumBing  installations  for  alout  100 
customers.  The  project  previously  has 
"been  allotted  $100,000  to  huild  99  miles 
of  lino  to  serve  about  495  customers  in 
Eart,  Pranklin,  Elocrt,  Madison,  Stephens, 
and  Banks  Counties. 


JlEIIiNA  35  ElIICOCK 
lancnck  Co\inty  Rural 
shit  Cor'-'er.' ,ti"'n, 


Electric  Membep- 


Q-rocrf.icld,  Indiana 

(John  T.  Wilson,  Project  Seipt.) 


Allotment  of  $5,000  to  finance  house  v/iring 
and  plumbing  installations  for  about  70 
customers.  The  project  previously  has  been 
allotted  $335,000  to  build  321  miles  of 
line  to  serve  about  1,029  customers  in 
Hancock,  Rush,  Madison,  Hamilton  and  Mo.rion 
Counties . 


IOWA  30  PRANKLIN 

Pranklin  Rural  Electric  Coop., 

Sheffield,  lov/e 

(l)alla.s  M.  Harrison,  Project  Sunt.) 


Allotment,  of  $5,000  to  fauanco  house  v/iring 
reid  plumbing  installations  for  about  75 
customers.  The  proj.oct  previously  ha.s  been 
allotted  $418,000  to  build  340  miles  of 
line  to  serve  1,024  customers  in  Butler, 

Cerro  Gordo,  Pranklin,  Hardin,  Grundy, 
Hamilton,  Wright,  Hancock  and  Ployd  Counties. 


MINKEBOTA  59  OLMSTED 

Peoples  Cooperative  Power  Ass'n, 

Inc., 

Rochester,  Minnesota 

(Frank  I.  Kiley,  Project  Supt.) 

MISSOURI  12  PEMISCOT 
Pemiscot  Electric  Cooperative 
Association, 
aruthersville,  Missouri 
John  W.  Asher,  Sr.,  Project  Supt.) 

EEIBRASIbl  56  CEDAR 
Cedar  County  Rural  Public  Power 
District , 

Hartington,  Nebr,aska 

',(  Har  old  M . Mar  t i i:  do,l  e , Project  Sup  t . ) 

•’T^S  48  HIDALGO 

Magic  Valley  Electric  Cooperative, 

^ Inc., 

Mercedes,  Texas 

(Joseph  H.  Levermann,  Project  Supt.) 

WISCOHSIiT  46  E'lPAYETTE 
Lauayette  Electric  Cooperative, 
Darlington,  Wisconsin 
(Edv/ard  J.  Paska,  Project  Supt.) 


Allotment  of  $10,000  to  fina.nce  house  wiring 
and  plumbing  installations  for  about  100 
customers.  The  project  previously  has  been 
allotted  $173,000  to  build  about  147  miles  of 
line  to  serve  501  customers  in  Olmsted  find 
Dodge  Counties. 

Allotment  of  $10,000  to  finance  house  wiring 
and  plumbing  ins  tallcoti ons  for  about  100 
customers.  The  project  previovxsly  ha.s  been 
allotted  $175,000  to  build  175  miles  of  line 
to  serve  525  customers  in  Pemiscot  and 
Dunk], in  C munt  i c s . 

Allotment  of  $9,000  to  finance  house  wiring 
raid  plumbing  installations  for  about  105 
customers.  The  project  previously  has  been 
allotted  $200,000  to  build  180  miles  of  line 
to  servo  about  500  customers  in  Cedar  and 
Knox  Counties. 

Allotment  of  $10,000  to  firaa.nce  house  wiring 
and  plumbing  ins t.allat ions  for  about  100 
customers.  Dhe  project  previously  has  been 
allotted  $200,000  to  build  235  miles  of  line 
to  serve  about  800  customers  in  Hidalgo, 
Willa.cy  and  Cameron  Counties. 

Allotment  of  $5,000  to  finance  house  wiring 
and  plumbing  installations  for  a.bout  70 
customers.  Tho  project  proviouslj;^  has  been 
a.llottod  $157,000  to  build  149  miles  of  lino 
to  serve  448  customers. 
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